ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT 
BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVIS 
OR 


1200- 1300 


1315-1320 


1325-1330 


1335-1340 


1405-1420 


1445-1515 
1525- 1535 


FB-5 


06/30/2015 

P. GONZALES #106 
R. TRUJILLO # 136 
B. REYES 


BRIEFING / TRAINING: WE CHECKED OUT 
THE DAILY EQUIPMENT, ALL IN GOOD 
WORKING ORDER. WE WERE ASSIGNED UNIT 
#4, OFFICER 136 COMPLETED HIS ON LINE 
TRAINING 

RADIO CALL: NICKELODEON, 6230 SUNSET 
BLVD. - A CALL OF A SUBJECT SLEEPING IN 
FRONT OF THE BUSINESS. THE SUBJECT WAS 
GONE UPON OUR ARRIVAL. 

BUSINESS CONTACT: SUNSET-GOWER 
STUDIOS, 6040 SUNSET BLVD. - WE 
CONTACTED THE GATE GUARD, MAURICE, 
WHO ADVISED THAT ALL WAS WELL. 

RADIO CALL: 7-11, 6051 HOLLYWOOD BLVD. - 
A CALL OF THREE TRANSIENTS TRESPASSING. 
WE CONTACTED THE SUBJECTS AND THEY 
LEFT THE AREA. 

RADIO CALL: HOLLYWOOD ATHLETIC CLUB, 
6525 SUNSET BLVD. - A CALL OF TRANSIENT 
TO THE REAR OF THE LOCATION. WE 
CONTACTED THE SUBJECT, DON, AND HE 
LEFT THE PROPERTY. 

CODE 7 

OBSERVATION / FIRE DEPARTMENT CALL 
OUT: THE MADISON, 1746 ORANGE - WE SAW 
A TRASH CAN FIRE ON THE SOUTH SIDE OF 
THE APARTMENT COMPLEX. LAFD WERE 
CALLED, ND THEY HANDLED. 
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1545-1600 


1600-1605 


1705-1710 


1715-1720 


1720-1725 


1730-1740 


1750-1825 


1825-1900 


2030 


ADMIN. / PAPERWORK: BID OFFICE - WE 
BEGAN THE DAILY LOG. 

RADIO CALL: RITE AID, 6130 SUNSET BLVD. - 
A CALL OF A TRESPASSER AT THE LOCATION. 
THE SUBJECT WAS GONE UPON OUR ARRIVAL. 
AREA CHECK: H& H PARKING LOT - AREA 
CHECKED CLEAR. 

RADIO CALL: MADAME TUSSAUDS, 6933 
HOLLYWOOD BLVD. - A CALL OF A SLEEPER AT 
THE LOCATION. WE CONTACTED THE SUBJECT 
AND HE LEFT THE AREA. 

FLAG DOWN: OWES, 1755 HIGHLAND - WE 
ASSISTED THE SECURITY WITH A SUBJECT 
WITH MENTAL PROBLEMS. THE SUBJECT LEFT 
THE PROPERTY. 

RADIO CALL: RITE AID, 6130 SUNSET BLVD. - 
A CALL TO ASSIST LOSS PREVENTION WITH A 
SHOPLIFTER. LOSS PREVENTION HANDLED 
THE INCIDENT. 

VEHICLE BREAK- DOWN: FIRESTONE - WE 
TOOK UNIT #4 TO FIRESTONE AFTER IT 
BEGAN TO OVER HEAT. THE AIR 
CONDITIONER WAS NOT WORKING, ALSO. 
ADMIN. / PAPERWORK: BID OFFICE - 
WORKED ON DAILY LOG AND RELATED 
PAPERWORK. 


EOW 
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